Eighty Broadway LLC 
201 Broadway 
Arlington, MA 02474 


AMENDMENT TO DIMENSIONAL AND PARKING INFORMATION 


Applicant: Eighty Broadway LLC 

Docket Number: 3717 

Property Address: 80 Broadway, Arlington 

Dear Town of Arlington Redevelopment Board Members: 

As the Manager / Authorized Signatory of the applicant Eighty Broadway LLC with respect to 
the property located at 80 Broadway, Arlington, MA, I hereby submit the attached Amended 
Dimensional and Parking Information for the public hearing on our application for Special 


Permit (docket number 3717) scheduled for November 7, 2022. Thank you for your attention to 
this matter. 


Respectfully, 


Eighty Broadway LLC 
By: Robert D. Costello, Mgr./Auth.Sign. 


Cc: Dept. of Planning and Community Development 
(c/o Kelly Lynema / Mary Muszynski) 
Paul O’Connell 
David Freed, AIA 


TOWN OF ARLINGTON 
Dimensional and Parking Information 
for Application to 

The Arlington Redevelopment Board 


Docket No. _ 3717 


Property Location _ 80 Broadway Zoning District__ 84 
Owner: Eighty Broadway LLC Address: 201 Broadway, Arlington, MA 02474 


Uses and their gross square feet: 
Liquor Store (1,358 sq. feet) 


Present Use/Occupancy: No. of Dwelling Units: 
Commercial - Zero Dwelling Units 


Uses and their gross square feet: 
Mixed Use (13,454 sq. feet) 


Proposed Use/Occupancy: No. of Dwelling Units: 
Mixed Use (Commercial and 9 Dwelling Units) 


Frontage min, 50” 
Floor Area Ratio max, 2:9 
Lot Coverage (%), where applicable max. N/A 
Lot Area per Dwelling Unit (square feet) N/A min, N/A 


Front Yard Depth (feet) 
Side Yard Width (feet) right side 
left side 


Rear Yard Depth (feet) 
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Open Space (% of G.F.A.) aoe 
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